
The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
306 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


05/24/12 


Katherine Sarmini 

Assistant District Attorney, Essex County 
Ms. Sarmini, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample #’s 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample #’s 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Folk OIG PRR 076905 




PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of PiibUc Health 
State tahomtory Institute 


DRUG RECEIPT 


Amliersf Drug Laboratory 
Te! (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


DefeDdant(s) Name (last, first, initial): 






















DRUG POWDER ANALYSIS FORM 



PRELIMtNARY TESTS 
Spot Tests 


Marquis _ 
Froehde's 
Mecke's 


Microctvstalllne Tests 



TLTA ( ) T 

OTHER TESTS 


PRELIMINARY TEST RESULTS 


RESULTS 

DATE 


oliu in 


GC/MS CONFIRMATORY TEST 

RESULTS 0) ( llJ 


MS . 

OPERATOR_T 


i _ 

DATE 1 


p 

'1 

'0 

T 

V 



Revised 7/2005 

Folk OIG PRR 076908 

















DRUG POWDER ANALYSIS FORM 



SAMPLE I 
No. of samples tested;_ 


AGENCY 


PHYSICAL DESCRIPTION: 

C: 



lol/uit 






ANALYST 





Oi 




j 


Evidence Wt 


COK 


Gross 


wt ( 1 

Gross Wt ( [ ): OA'UjiOt 

na-Vlu O 1 ^ 12 . 

NctWt; 0 




lU 





- k)0 



PRFI.IMIWARV TFSTS 
Spot Tests 



Mjcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTA( ) 

OTHER TESTS 


4 


RESULTS 


iC 

(IML 

i 

DATE 

liMliZ 






Revised 7/2005 


Folk OIG PRR 076909 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Fi \Q4“2010\SYSTEM7\12__15_10\760913 .D 
KAC 

15 Dec 2010 14:50 

BLANK 


DRUGS,M 
RTE 


Abundance TIC: 760913.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS* 


760913,D Fri May 18 13:29:42 2012 


Page l 


Folk OIG PRR 076910 





Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\12_15__10\760914.D 

Operator ; KAC 

Date Acquired : 15 Dec 2010 15:03 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 14 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 


TfC: 760914.D\data.ms 


2000000 

1500000 

1000000 

500000 



Tjme-> 2.00 2.50 3.00 3.50 4.00 4.60 5.00 5.50 6.00 6.50 7.00 7.60 8,00 8.50 9.00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

4,712 

2252301 

100,00 

100,00 


760914,D Fri May 18 13:29:47 2012 Page 1 


Folk OIG PRR 076911 









Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\12_15_10\760914.D 
KAC 

15 Dec 2010 15;03 

COCAINE STD 

14 

DRUGS.M 
RTE 


Search Libraries; C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NlST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4.71 C;\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 


a;2 


Average of 4.675 to 4.845 min.: 760914.D\ciala.ms {-) 
182 


Abundance 

80 

60 

40 

20 

0 . V-V'l rr'i rp'M--rV}-T-T^^TV-i^fT-r-r>^( , » . rr 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 


42 


^6 68 

I, ililh li 


105 


122 


135 


162 


166 


198 


303 

272 I 

214 230244 269 1 288 


341 


39:3 


Abundance 

80 

60 

40 

20 

0^: 


#29: COCAINE 


82 





105 

! 

42 





55 68 

i! 




1 JJ-1( 



■}. 


182 


122 


,.liL 


'136 166 
rnr+i p't . 


198 272 

„ I 214 244 259 i 


303 




m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 


760914,D 


Fri May 18 13:29:48 2012 


Page 2 


Folk OIG PRR 076912 













Area Percent / Library Search Report 


Information from 
File Name ■ 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4-2010\SYSTEM7\12__15__10\760917 .D 
KAC 

15 Dec 2010 15:40 

BLANK 
KAC 
1 

DRUGS , M 
RTE 


Abundance TIC: 760917.D\data.ms 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


760917,D Fri May 18 13:29:59 2012 


Page l 


Folk OIG PRR 076913 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4~2010\SYSTEM7\12_15__10\760918 .D 
KAC 

15 Dec 2010 15:53 


KAC 

18 

DRUGS -M 
RTE 


Abundance 

15000001 


4.t07 


TIC; 760918.D\data.ms 


1000000 


500000 




3.886 I 

A I 



u 

T!me--> ; 

2.00 2.W 

3.00 3.50 4.00 4.50 

5.00 5.50 6,00 

6.50 7.00 7.50 8.00 8.50 9.00 9.^ 

Ret. Time 

Area 

Area % 

Ratio % 

3.886 

4,707 


165527 9.54 

1569590 90.46 

10.55 

100.00 


760918,D Fri May 18 13:30:02 2012 


Page 1 


Folk OIG PRR 076914 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P: \Q4“2010\SySTEM7\12__15__10\760918 .D 
KAC 

15 Dec 2010 15:53 


KAC 

18 

DRUGS.M 
RTE 


Search Libraries: 


C: \Database\SLI,L 
C:\Database\NlST05a.L 
C:\Database\PMW TOX2.L 


Minimum Quality; 80 
Minimum Quality: 80 


PKtf RT 

Library/ID 


CAS# 


Qual 

1 3-89 

C:\Database\NIST05a.L 






Imidazo[2,l^b]thiazole, 

2,3,5,6"tet 

014769- 

~73"4 

97 


Imidazo[2,l-b]thiazole, 

2,3,5,6~tet 

006649- 

-23-6 

96 


Imidazo [2, l“b]thiazole, 

2,3,5,6-tet 

014769- 

'73-4 

95 

Abundance 

1 

Average of 3.854 to 4.019 min. 
1^8 

760918.D\data.m$ (-) 




80 

60 

40 

20 

0 


73 


51 


m/z-> 




101 


121 






n“ 




il 

T "i r j (' 1 


.ji P5 


204 


176 


, 221 245 281 

t-r-r^T-rT-T-T-rr-r-r-r-p-ri . . ] .'r 


-|-l 


Abundance 

I 

1 

i 

80^ 

60 

40 

20 

0^ 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 

#59447: [mida2o(2.Lb)lhlazofe. 2,3.6,6-teJfahydro-6-phenyK (S)* 

148 204 


355 

rri-r-r-r-i-j 

340 


73 


-ellilk 


101 


121 


J135 


176 

jsijjag i 


q-7--!-- r - r - p -- rTr - p -- r - r -T- Y i-T- r -ii'TT'nrTn-y-T-Tn T - } • T-T*T~r^ r r p i |i ~ n i, p p ^ p i p p ^ h h^ p 

m/Z’-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 


r-p-r-TT^j^ 

300 320 


340 


760918.D 


Fri May 18 13:30:03 2012 


Page 2 


Folk OIG PRR 076915 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12__15_10\760918.D 

Operator : KAC 

Date Acquired : 15 Dec 201 0 15:53 

Sample Name : 

Submitted by : KAC 
Vial Number : 18 

AcquisitionMe th: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__T0X2 . L 

PK# RT Library/ID CAS# Qual 


2 4.71 C:\Database\SLI.L 

COCAINE 000050"36™2 99 

COCAINE 000050-36-2 99 


COCAINE 


000050-36-2 99 



Abundance #29: COCAINE 



760918.D Fri May 18 13:30:03 2012 Page 3 


Folk OIG PRR 076916 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\12_15_10\760919.D 

KAC 

15 Dec 2010 16:06 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TIC: 760919.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS* 


760919.D 


Fri May 18 13:30:07 2012 Page 1 


Folk OIG PRR 076917 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_15_10\760920.D 

KAC 

15 Dec 2010 16:18 


KAC 
20 

DRUGS.M 
RTE 


Abundance 

I 

I 

30000001 


TIC; 760920.D\dala.ms 

4.tl2 


2000000 


1000000 


3.886 


u 1 ■■] rvr-T—] ■■ t-t" 

Time-> 2.00 2.50 

3.00 3.50 4.00 4.50 6.00 

■rT'r"|r'T"T"r'vj'T"f 

5-SO 6,00 

-T-T-j-T-T-T-T-j-T-T“i-Ti“n“T'T-y-T--r-r-T"j"T--r-r-r-j-T--r-r-T'j“r-r-r-T“ 

6-50 7,00 .7,50 8,00 8,50 9,00 9,60 

Ret, Time 

Area 

Area % 

Ratio % 

3.886 

300218 

7,96 

8.65 

4.712 

3471651 

92,04 

100.00 


760920,D Fri May 18 13:30:11 2012 


Page l 


Folk OIG PRR 076918 




Area Percent / Library Search Report 


Information from Data File: 



File Name 

P:\Q4-2010\SYSTEM7\12 15 

10\760920 .D 


Operator 

KAC 



Date Acquired 

15 Dec 2010 16:18 



Sample Name 




Submitted by 

KAC 



Vial Number 

20 



AcquisitionMeth 

DRUGS,M 



Integrator 

RTE 



Search Libraries: C: \Database\SLI,L 

Minimum Quality: 

80 


C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 

80 

PK# RT 

Library/ID 

CAS# Qual 


3.89 C:\Database\NlST05a.L 

ImidazQ[2, l~b] thiazole, 2,3,5,6-tet 014769--73-4 98 
Imidazo[2,1-b]thiazole^ 2^3^5^6-tet 006649™23™6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 


Abundance 

80 

60 

40 

20 




T” 


4h 


-L 


Average of 3.854 to 4.029 min.: 760920.D\data.ms (-) 
148 


204 


73 


51 


63 

-iljiij U M 


101 


121 




89 


-Aha 


ml 


132 


fWr 


162 


176 




245 


281 


T“ 


”^“r-r-r 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 


Abundance 

80 

60 

40 

20 

0 

rrJz-> 


#59447: lm!d3zo(2.1-blthiazofe, 2.3,5,6-t6tfahydro-6-phenyt-, (S)- 

148 204 


73 


101 


51 


28 39 

13 !l ,y. 


63 


89 


121 


,1 1 tl!. 


131 


176 

158 j 189 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 


760920,D Fri May 18 13:30:12 2012 Page 2 


Folk OIG PRR 076919 












Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4~2010\SYSTEM7\12_15__10\76092 0.D 

Operator ; KAC 

Date Acquired : 15 Dec 201 0 16; 18 

Sample Name : 

Submitted by ; KAC 
Vial Number : 20 

AcquisitionMeth: DRUGS 
Integrator ; RTF 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID 


2 4.71 C:\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 


CAS# Qual 



760920.D Fri May 18 13:30:12 2012 Page 3 


Folk OIG_PRR_076920 












Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4~2010\SYSTEM7\12 15 10\760933.D 

Operator 

KAC 

Date Acquired 

15 Dec 2010 19:02 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abun(iance TO: 760933.D\data.ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


760933.D Fri May 18 13:30:29 2012 


Page l 


Folk OIG PRR 076921 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12_15__10\760 934 .D 
KAC 

15 Dec 2010 19:15 

COCAINE STD 

34 

DRUGS.M 
RTE 


Abundance 
2000000 
1500000 
1000000 
500000 

0 ‘-T -j n-r 1 f i > t i |r-j~T- 7 “r"["T"i"r"r|'i ri r'T't 't T”'ry^i'T’r^''y"T'i ■ j'7 g j f j j 1 i f 

T]me-> 2,00 2.50 3.00 3.60 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4 . 707 

2239234 

100.00 

100.00 


TfC: 760934.D\daia.ms 

4.t07 


760934.D Fri May 18 13:30:32 2012 


Page 1 


Folk OIG PRR 076922 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4-2010\SYSTEM7\12__15__10\76 09 3 4 .D 
KAC 

15 Dec 2010 19;15 

COCAINE STD 

34 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4.71 C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


Abundance 

80 

60 

40 

20 


8)2 


42 


68 , 

ni ii' lii'lf rjI I. 


Average of 4.675 lo 4.866 min.: 760934.D\daia.ms 0) 
182 


94 


108 


122 


j 135 j, ’7^ ju I 214 230 244 258 i 289 1 355 

r7^t-"rT*i ■] •r-T'-i~i-j 1 ■■rT'TrT‘'“T-T-TT-rTn'7'XT''Yn“r'r‘T‘T‘^“| r‘T-T--j-T-T--r-r-r-|--T--r-r-i---|: 


152 


166 


198 


272 


303 


355 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


Abundance 

80 

60 

40 

20 


8^ 


#29: COCAIN5 


182 


94 


42 


,55 68 


08 


122 


135 I 


198 

f I 214 


244 259 


272 


303 

5 


m/z*-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


760934.D Fri May 18 13:30:33 2012 


Page 2 


Folk OIG PRR 076923 







